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Public  Health  Offices, 

Town  Hall,  Braintree. 

August,  1966. 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  pleasiure  in  presenting  for  your  information  the 

annual  report  on  the  health,  vital  statistics  and  sanitary  circum- 
stances of  the  district  for  1965. 

As  usual  I am  indebted  to  Dr.  Miller  Wood,  the  Area 
Medical  Officer,  for  particulars  of  work  done  in  the  Essex  County 
Clinics  in  Braintree. 

Vital  Statistics 

The  Registrar  General’s  esimated  population  is  21,170, 
an  increase  of  110  over  1964. 

There  were  386  live  births  and  298  deaths  recorded  during 
the  year  giving  a corrected  birth  rate  of  18.1  per  1,000  and  34 
corrected  death  rate  of  11.3  p>er  1,000.  Both  figures  are  very  close 
to  the  national  average. 

There  were  only  3 infant  deaths  compared  with  9 in  the 
previous  year.  The  causes  of  death  were  Septicaemia  1,  Meningo- 
cele 1 and  AnencepTialy  1.  The  latter  two  are  congenital 
abnormalities. 

Under  the  table  Deaths  from  all  Causes  you  will  see  one 
death  from  Measles  (a  child)  which  is  rare  in  these  days,  and  an 
increase  in  death  from  malignant  disease  of  limg  and  bronchus 
which  is  unfortunately  all  too  common.  It  is  distressing  to  watch, 
the  national  toll  creep  up  year  by  year  when  it  is  known  that 
cigarette  smoking  is  the  main  cause. 

Notifiable  Infectious  Disease 

455  cases  of  Measles  were  notified  during  the  year,  the 
highest  figure  since  1957  when  there  were  950.  The  peak  months 
were  May,  June  and  July. 

There  were  19  cases  of  scarlet  fever  none  of  whom  was 
admitted  to  hospital. 

Environmental  Hygiene 

You  will,  I am  sure,  note  with  considerable  satisfaction 
that  the  Codham  water  scheme  was  completed  and  operational 
by  the  end  of  the  year.  This  means  that  the  district  has  an 
adequate  supply  and  a better  quality  of  water  because  the  hard- 
ness of  the  water  has  been  reduced  from  very  hard  io  moderate. 
(Full  details  can  be  found  later  in  this  rejmrt). 
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Sewage 

Work  continued  on  improving  the  Booking  Sewage  works 
and  by  the  end  of  the  year  most  of  the  work  was  completed. 


Housing 

There  was  a welcome  increase  in  the  number  of  houses 
completed  during  the  year.  The  Council  built  84  compared  with 
40  in  1964  and  private  builders  built  283  compared  with  61. 
The  big  jump  in  private  building  was  due  largely  to  the  lifting 
of  the  ban  owing  to  improved  sewage  disposal  facilities  at  the 
Docking  works. 


National  Assistance  Act,  1948, 

Section  47 

It  was  not  necessary  to  move  any  old  persons  under  the 
provisions  of  this  act. 

I have  pleasure  in  recording  my  thanks  to  the  Chairman 
and  members  of  the  Public  Health  Committee  for  their  support 
throughout  the  year,  and  to  Mr.  Bayley  and  his  staff  for  making 
my  job  as  Medical  Officer  of  Health  such  a pleasant  one. 

I am, 

Yours  faithfully, 

C.  R.  C.  RAINSFORD, 

Medical  Officer  of  Health. 


3 


Public  Health  Offices, 

Town  Hall,  Braintree. 

August,  1966. 

To  The  Chairman  and  Members  of  the  Braintree  and 
Booking  Urban  District  Council 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  pleasure  in  submitting,  in  conjunction  with  the 
Report  of  the  Medical  Officer  of  Health,  my  report  on  the  work 
of  the  Public  Health  Inspectors  for  the  year  1965. 

The  administration  of  the  Offices,  Shops  and  Railway 
Premises  Act,  1963,  accounted  for  a fair  proportion  of  the 
inspectors’  time  and  effort  and  as  stated  in  the  body  of  the 
report  occupiers  of  premises  have,  for  the  most  part,  been  co- 
operating well  in  the  implementation  of  the  provisions  of  the 
Act.  The  number  of  contraventions  found  appear  to  be  some- 
what formidable,  but  many  are  of  a minor  character  and  it  is 
not  anticipated  that  serious  difficulty  will  be  encountered  in 
remedying  them.  Information  relating  to  changes  brought  about 
by  new  legislation  is  often  slow  to  disseminate  and  this  Act  has 
proved  no  exception.  Plans  are  still  Being  submitted  for  new 
premises  which  show  a lack  of  appreciation  of  some  of  the  basic 
principles  contained  in  the  Act,  particularly  in  regard  to  ventila- 
tion. 


The  standard  of  food  hygiene  observed  in  most  food 
premises  in  the  area  is  quite  good  and  when  compared  with  that 
obtaining  some  few  years  ago  may  even  be  classed  as  very  high. 
There  is,  however,  no  room  for  complacency  in  this  field  as 
history  has  repeatedly  shown  that  a single  mistake  can  have 
serious  consequences.  Sound  buildings  of  adequate  size  and 
layout  are  an  important  factor  in  good  food  hygiene  and  it  is 
often  difficult  to  adapt  older  buildings  satisfactorily  as  food 
premises.  Some  of  these  difficulties  are  now  tending  to  spread 
to  new  structures.  The  practice  of  building  shop  premises  on  a 
kind  of  speculation  basis  in  which  the  shell  of  the  building  is 
erected  and  then  placed  on  the  market  for  sale  or  letting  is 
increasing.  Rarely  can  such  structures  be  satisfactorily  adapted 
as  food  shops. 

The  number  of  animals  slaughtered  in  1965  was  almost 
15%  up  on  the  previous  year,  mainly  accounted  for  by  more 
pig  slaughtering.  The  amount  of  meat  condemned  went  up  by 
43%  largely  due  to  an  increase  in  the  amount  of  offal  found  to 
be  unfit.  Condemnations  for  tuberculosis  were  negligible  and 
followed  a similar  pattern  to  the  past  few  years.  No  tuberculosis 


was  found  in  bovines  and  it  is  now  seven  years  since  a bovine 
carcase  was  condemned  for  this  disease  in  the  aiea.  '.'here  was 
however,  a marked  increase  in  the  number  oT  pyaemic  conditions 
found,  particularly  in  bovine  livers  and  spinal  region  of  pigs. 
This  is  not  common  to  Braintree  and  there  is  evidence  that  the 
condition  is  linked  with  the  intensive  rearing  of  animals. 

I wish  to  thank  you  for  your  continued  interest  and 
support  and  to  acknowledge  the  help  and  co-operation  of  my 
staff  and  fellow  officers. 

I am. 

Yours  faithfully, 

S.  F.  BAYLEY, 

Chief  Public  Health  Inspector. 


STATISTICS  AND  SOOAL  CONDITIONS  OF  THE  AREA 


Area  (in  acres)  

Population  (Registrar  General’s  estimate)  

Number  of  inhabited  houses  according  to  rate  books 
Rateable  value 

Sum  represented  by  a penny  rate  


6,811 

21.270 

7,252 

£974,577 

£3.955 


VITAL  STATISTICS 


LIVE  BIRTHS: 


Total  Male  Female 
Legitimate  352  176  176 

Illegitimate  34  18  16 

Total  live  births  — 386 

Birth  rate  per  1,000  estimated  population  

Illegitimate  live  births  per  cent,  of  total  live  births  ... 
Birth  rate  corrected  by  oomparability  fiigure  of  0.99  ... 
Birth  rate  for  England  and  Wales  per  1,000  population 


18.1 

8.8 

17.9 

18.0 


STILL  BIRTHS: 


Total  Male 
Legitimate  2 — 

Illegitimate  — — 

Rate  per  1,000  total  live  and  still-births 
Rate  per  1,000  total  births  England  and  Wales 
Total  live  and  still  births — 388 


Female 

2 


5.2 

15.7 


INFANT  DEATHS: 

Deaths  of  infants  under  1 year — 

Total  Male  Female 
Legitimate  3 3 — 

Illegitimate  — — — 

Total  infant  deaths — 3 

Total  infant  deaths  per  1,000  total  live  births  7.8 

Legitimate  infant  deaths  per  1,000  legitimate  live  births 8.5 

Illegitimate  infant  deaths  per  1,000  illegitimate  live  births Nil 

Neo-natal  mortality  rate  (deaths  under  4 weeks  per  1,000  total  live 

births)  ^ 7.8 

Perinatal  mortality  rate  (still^births  and  deaths  under  1 week 

combined  {>er  1,000  total  live  and  still-bdrfhs)  12.9 

Infantile  mortality  for  England  and  Wales  per  1,000  live  births  ...  19.0 


MATERNAL  MORTALITY  (including  abortion) 

Number  of  deaths  1.0 

Rate  per  1,000  total  live  and  stiil-births  2.6 

DEATHS : 

Total  Male  Female 
298  163  135 

Death  rate  per  1,000  estimated  population  14.0 

Death  rate  corrected  by  oomparability  figure  of  0.81  11.3 

Death  rate  per  1,000  population  England  and  Wales  11.5 


DEATHS  FROM  ALL  CAUSES,  1965 


The  table  below  was  compiled  from  figures  suppliedi  by*  the  Registrar 
General  and  the  Classification  is  given  under  the  thirty-six  headings'  based 
on  the  Abbreviated  List  of  the  'International  Statistical  Classification  of 


Diseases,  Injuries  and  Causes  of  Death.  1948. 

Male 

Female 

1. 

Tuberculosis,  respiratory 

...  3 

— 

2. 

Tuberculosis,  other  

...  — 

— 

3. 

Syphilitic  disease 

...  — 

— 

4. 

Diphtheria 

...  — 

— 

5. 

Whooping  Cough 

...  — 

— 

6. 

Meningococcal  infections 

...  — 

— 

7. 

Acute  poliomyelitis 

...  — 

— 

8. 

Measles 

...  1 

— 

9. 

Other  infective  and  parasitic  diseases 

...  1 

— 

10. 

Malignant  neoplasm,  stomach 

...  5 

1 

11. 

Malignant  neoplasm,  lung,  bronchus 

...  14 

1 

12. 

Malignant  neoplasm,  breast  

...  — 

7 

13. 

Malignant  neoplasm,  uterus 

...  — 

1 

14. 

Other  malignant  and  lymphatic  neoplasms 

...  19 

12 

15. 

Leukaemia,  aleukaemia 

...  1 

— 

16. 

EWabetes 

...  — 

2 

17. 

Vascular  lesions  of  nervous  system 

...  17 

18 

18. 

Coronary  disease,  angina 

...  40 

27 

19. 

Hypertension  with  heart  disease 

...  — 

1 

20. 

Other  heart  disease  ... 

...  7 

13 

21. 

Other  circulatory  disease 

...  6 

8 

22. 

Influenza 

...  2 

2 

23. 

Pneumonia 

...  13 

T9 

24. 

Bronchitis 

...  9 

3 

25. 

Other  diseases  of  respiratory  system 

...  1 

— 

26. 

Ulcer  of  stomach  and  duodenum 

...  — 

1 

27. 

Gastritis,  enteritis  and  diarrhoea 

...  1 

— 

28. 

Nephritis  and  nephrosis 

...  1 

3 

29. 

Hyperplasia  of  prostate 

...  2 

— 

30. 

Pregnancy,  childbirth,  abortion 

...  — 

1 

31. 

Congenital  malformations 

...  3 

— 

32. 

Other  defined  and  ill-defined  diseases  ... 

...  10 

6 

33. 

Motor  vehxle  accidents 

...  5 

3 

34. 

All  other  accidents 

...  1 

6 

35. 

Suicide 

...  1 

— 

36. 

Homicide  and  operations  of  war 

...  

— 

All 

Causes  163 

135 
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GENERAL  PROVISIONS  OF  PUBLIC  HEALTH  SERVICES 

(a)  Under  the  control  of  the  Essex  County  Council:  — 

(i)  Braintree — ^Essex  County  Health  Services  Clinic,  Coggeshall  Road:  — 


Attendances 


Speech  Therapy 

Every  Monday 

By  Appt. 

52 

(No  Speech  Therapist 
since  April,  1965) 

Child  Welfare 

Every  Tuesday 

2 p.m. 

2,281 

Ante-Natal  and 

Women’s  Welfare 

Every  Wednesday 

10  a.m. 

(By  Appt.) 

129 

School  Clinic 

Every  Tuesday 

10  a.m. 

301 

Poliomyelitis  Vaccination  Every  Tuesday  and 

1st  Friday 

(By  Appt.) 

Dental 

Monday,  Wednesday 
and  Friday 

10  a.m. 

2.276 

Diphtheria,  Whooping 
Cough  and! 

Tetanus  Immunisation 

1st  Friday 

3 p.m. 

Bocking — Village  Hall. 
Child  Welfare 

4th  Thursday 

2 p.m. 

143 

(i'i)  Home  Help  Service:  — 


This  useful  service  is  administered  from  the  Area  Health  Office, 
75,  Springfield  IRoad,  Chelmsford. 


(iii)  Ambiukooe  Service : — 

The  Ambulance  Station  is  situated  in  Cressing  Road,  Braintree.  A 
full  24  hour  cover  is  provided. 


(iv)  Laboratory  Services:  — 

The  Essex  County  Council  provide  a laboratory  service  which 
includes  the  bacteriological  and  chemical  analysis  of  water  samples, 
the  chemical  analysis  of  sewage  effluents,  the  bacteriological  examina" 
tion  of  ice  cream,  and  the  examination  of  other  foods  for  jwthogenic 
organisms.  These  examinations  are  carried  out  by  either  the 
Counties  Public  Health  Laboratories,  Grays  Inn  Road,  London, 
W.C.I.,  or  tihe  Public  Health  Laboratory,  Chelmsford  and  Essex 
Hospital,  New  London  Road,  Chelmsford. 

(b)  Under  the  control  of  the  North-East  Metropolitan  Regional 
Hospital  Board:  — 


(i)  Chest  Clinics:  — 

These  are  held  twice  weekly  at  St.  Michael’s  Hospital.  Braintree. 
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PREVALENCE  OF  AND  CONTROL  OVER  INFECTIOUS  DISEASE 


Diseases 

Total  Notified 

Adimitteid  to 
Hospital 

Total  Deaths 

Diphtheria 

— 

— 

— 

Dysentery 

— 

- 

— 

Encephalitis 

1 

1 

— 

Enteric  Fever 

— 

— 

— 

Erysipelas 

— 

— 

— 

Food  Poisoning 

1 

— 

— 

Infective  Hepatitis 

— 

— 

— 

Measles 

455 

— 

— 

Meningococcal  Infection 

— 

— 

— 

Ophthalmia  Neonatorum 

— 

— 

— 

Paralytic  Poliomyelitis  .. 

— 

— 

— 

Non-paralytic 

— 

— 

Poliomyelitis 

— 

— 

Pneumonia 

Puerperal  Pyrexia 

— 

— 

— 

Scarlet  Fever 

19 

— 

— 

Tuberculosis,  pulmonary 

7 

3 

1 

Tuberculosis, 

Non-pulmonary 

— 

Whooping  Cough 

1 

— 

— 

Totals  ... 

484 

4 

1 
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INFECTIOUS  DISEASES  NOTIFIED  MONTH  BY  MONTH 


O 

Q 


> 

o 

Z 


8* 

c/5 


eo 

s 

< 

3 


>. 

cs 

s 


Ih 

a 

< 

u 

ca 

s 


(1^ 


i5§ 
H o 

Z 


I I 


(N 


00 


IS 


a\ 


VC 


1 1 


- rj 


rJ 


VC 


1 


ov 


Totals  484 


TUBERCULOSIS 


Under  1 
1 
2 

3 

4 

5 - 9 
10  - 14 
15-19  , 

20-34  , 

35-44  , 

45-64  . 

65  & over 


New  Cases 


Pulmonary 

"m  F~ 


Non- 

Pulmonary 


M 


Deaths 


Pulmonary 
~~M  F~ 


Non- 

Pulmonary 
M F 


2 1 — — 1 — 


Totals  6 1 — — 1 


Of  these,  one  was  a case  re-notified  on  taking  up  residence  in  the 
District  during  1965. 


VACCINATION  & IMMUNISATION 


By  General  By  County 


Primary  Courses 

Practitioners 

Staff 

Totals 

Diphtheria,  Pertussis  & Tetanus 

...  313 

31 

344 

Diphtheria  & Tetanus  

— 

25 

25 

Diphtheria  

— 

— 

— 

Pertussis  

— 

— 

— 

Tetanus  

7 

45 

52 

Poliomyelitis  

...  338 

71 

409 

Smallpox  

...  203 

— 

203 

Quadrulin  

3 

— 

3 

B.C.G.  

— 

238 

238 

Re-Inforcing  Doses 

Diphtheria,  Pertussis  & Tetanus 

...  51 

1 

52 

Diphtheria  & T^etanus  

...  42 

45 

87 

Diphtheria  

— 

45 

45 

Pertussis  

— 

— 

— 

Tetanus  

...  16 

49 

65 

Poliomyelitis  

...  118 

130 

248 

Smallpox  

5 

— 

5 

SANITARY  CIRCUMSTANCES  OF  THE  AREA 


WATER 

During  1965  the  majority  of  the  water  was  obtained  from  the 
Codham  borehole  and  the  remainder  from  the  Notley  Road  borehole. 
These  being  the  only  sources  of  water  distributed  during  the  year. 

All  the  water  was  chlorinated  before  passing  into  the  mains  and 
none  is  liable  to  have  a plumbo-solvent  action.  As  the  natural  fluoride 
content  of  the  Codham  supply  is  about  the  recommended  standard,  the 
Council  took  no  action  with  regard  to  the  fluoridation  of  public  water 
supplies. 

I am  informed  by  the  Surveyor  that  the  work  on  the  Codlham 
scheme  is  now  com.plet^.  except  for  a few  minor  items,  and  fully 
operational. 

The  water  is  now  aerated,  softened  and  filtered  and  a considerable 
improvement  has  been  effected.  As  can  be  seen  from  the  following 
reports  the  quality  is  satisfactory,  and  is  sufficient  for  the  needs  of  the 
district,  inde^  this  area  is  one  of  the  few  in  Essex  which  did  not 
suffer  unduly  from  the  dry  weather  of  the  previous  year. 

The  number  of  samples  submitted  during  the  year  for  bacteriologicai 


examination  was  as  follows:  — 

Raw 

Water  in 

Total 

Codham  Borehole  

Water 
...  5 

Supply 

6 

11 

Notley  Road  Works 

1 

— 

1 

Mixed  Water 

...  — 

2 

2 

Private  Supplies  

...  4 

— 

4 

All  samples  from  public  supplies  were  reported  upon  as  being 
satisfactory.  In  two  instances  samples  taken  from  private  supplies 
showed  possible  contamination  of  the  collecting  chambers.  Hie  attention 
of  the  owners  was  drawn  to  these  matters  and  corrected.  Further 
samples  were  satisfactory. 

Samples  were  also  submitted  for  chemical  analysis  and  the  results 
of  the  samples  were  given  as  follows:  — 

Sample  from  Braintree  Waterworks:  9.3.65 

CHEMICAL  RESULT  IN  PARTS  PER  MILLION 


Appearance:  Faint  opalescence  Turbidity  less  than  3 

with  a very  slight  deposit  Odour  NH 

Colour  Nil  Free  Carbon  Dioxide  ...  10 

pH  ...  7.8  Dissolved  Solids  dried  at 

Electric  Conductivity  ...  1710  180°C  1150 

Chlorine  present  as  Chloride  390  Alkalinity  as  Calcium 

Hardness:  Total  135  Carbonate  295 

Carbonate  ...  135  Nitrite  Nitrogen  absent 

Non-Carbonate  0 Oxygen  Absorl^  ...  0.00 

Nitrate  Nitrogen  ...  ...  0.2  iResidual  Chlorine  ... 

Ammoniacal  Nitrogen  ...  0.63  Metals:  ; Iron:  0.15 

Albuminoid  Nitrogen  ...  0.00  Zinc,  Copper,  Lead:  ...  absent 


This  sample  is  reasonably  clear  and  bright  in  appearance,  on  the 
alkaline  side  of  neutrality  and  free  from  metals  apart  from  a manutc 
trace  of  iron.  The  water  has  a very  moderate  hardness  and  a high  but 
not  excessive  content  of  mineral  constituents.  It  is  of  very  satisfactory 
organic  and  bacterial  purity. 


These  results  are  indicative  of  a pure  and  wholesome  water  suitable 
for  public  supply  purposes. 

Sample  from  Codham  Borehole:  before  treatment  30.11.65 

CHEMICAL  RESULT  IN  PARTS  PER  MILLION 


Appearance : Faint  opalescence 

with  a slight  yellow-brown 
deposit 

Colour  Nil 

pH  7.4 

Electric  Condiuctivity  ...  900 

Chlorine  present  as  Chloride  116 
Hardness:  Total  ...  340 

Carbonate  ...  295 

Non-Carbonate  45 

Nitrate  Nitrogen  0.0 

Ammoniacal  Nitrogen  •••  0.30 


Albuminoid  Nitrogen 

0.00 

Turbidity  

P 

Odour  

Nil 

Free  Carbon  Dioxide 

24 

Dissolved  Sohds  dried  at 

180°C  

620 

Alkalinity  as  Calcium 

Cailbonate  

295 

Nitrite  Nitrogen  ... 

absent 

Oxygen  Absorbed 

0.30 

Residual  Chlorine 

• > • 

Metals:  Iron:  

0.72 

Zinc,  Copper,  Lead 

absent 

This  sample  shows  sligiht  opalescence  and  d^osit  associated  with 
the  trace  of  iron  which  is  present,  its  reaction  is  sihghtly  on  the  alkaline 
side  of  neutrality.  The  water  is  very  hard  in  character  but  otherwise 
contains  no  excess  of  mineral  or  saline  constituents  in  solution.  It  is  of  a 
high  standard  of  organic  quality  and  bacterial  purity. 

These  results  indicate  a wholesome  water.  For  public  supply  pur- 
poses, removal  of  iron  is  considered  important  and  softening  would  be 
advantageous. 

Sample  from  Codham  Borehole:  after  treatment  30.11.65 

CHEMICAL  RESULT  IN  PARTS  PER  MILUON 


Appearance:  cl&ar  and  bright 

Odour 

Nil 

Colour  ...  .j. 

Nil 

Taste 

normal 

pH  

8.3 

Free  Carbon  Dioxide 

absent 

Electric  Conductivity 

700 

Dissolved  Solids  dried  at 

Chlorine  present  as  Chloride 

118 

180°C  

480 

Hardness : Total  

200 

Alkalinity  as  Calcium 

Carbonate 

140 

Carbonate  

140 

Non-Carbonate 

60 

Nitrite  Nitrogen  

absent 

Nitrate  Nitrogen  

0.4 

Oxygen  Absorbed 

0.00 

Ammoniacal  Nitrogen 

0.00 

Residual  Chlorine 

absent 

Albuminoid  Nitrogen 

0.00 

Metals:  Iron.  Copper,  Zinc 

Turbidity  

Nil 

Lead  

absent 

This  sample  is  clear  and  bright  in  apjjearance,  faintly  alkaline  in 
reaction  and  free  from  metals.  The  water  is  moderately  hard  in  character 
and  contains  no  excess  of  mineral  or  saline  constituents  in  solution.  It 
conforms  to  the  highest  standard  of  organic  quality  and  is  also  of  very 
satisfactory  bacterial  purity. 

These  results  indicate  a pure  and  wholesome  water  suitable  for 
drinking  and  domestic  uses. 

WATER  CONSUMPTION  IN  THE  DISTRICT 

The  amount  of  water  pumped  during  1965:  — 

Notlcy  Road  Waterworks  ...  ...  51,347,300 

Codham  Borehole  ...  ...  ...  247,476,000 


Total  298.823,300 


I am  indebted  to  the  Council's  Surveyor  and  Water  Engineer  for 
Che  above  figures. 

Based  on  the  total  population  of  21,270  and  allowing  for  123 
persons  occupying  41  houses  who  do  not  obtain  a supply  from'  the 
public  mains  these  figures  represent  an  overall  consumption  of  38.7 
^llons  per  head  per  day.  The  amount  of  water  supplied  through  meters 
for  trade  and  agricultural  purposes  was  71,280,239  gallons  which  is 
equivalent  to  9.2  gallons  per  head  per  day  leaving  a net  consumption 
per  head  per  day  of  29.5  gallons  for  domestic  purposes. 

The  total  amount  of  water  distributed  was  9%  less  than  in  1964, 
an  apparent  drop  in  consumption  of  some  30  million  gallons.  It  must 
be  noted,  however,  that  the  new  works  at  Codham  probably  provide 
a more  accurate  means  of  measuring  water  pumped  than  hitherto. 

It  is  estimated  that  21,147  persons  who  occupy  7,211  houses  are 
served  by  public  mains.  Of  tihese  9 houses  with  an  estimated  population 
of  27  are  served  by  6 standpipes  situated  in  the  open. 

There  are  41  houses  with  private  supplies,  35  of  which  are  piped 

inside. 


DRAINAGE  AND  SEWERAGE 

The  improvements  to  the  Bocking  Sewage  works  continued  under 
contract.  The  major  part  of  the  work  is  finished  and  in  limited  use 
but  the  pumping  stations  and  land  treatment  areas  are  not  yet  completed. 

The  Surveyor  is  responsible  for  the  sewage  works  and  I am  grateful 
for  the  above  information  which  he  has  supplied. 

Six  samples  of  the  final  effluent  of  the  Braintree  Sewage  Works 
were  taken  by  the  Essex  River  Authority.  One  was  reported  as  satis- 
factory, three  of  satisfactory  Biochemical  Oxyi^n  Demand  and  two 
unsatisfactory.  The  improved  effluent  attained  in  1964  was  continued 
throughout  1965. 

At  Bocking  works  six  samples  were  taken  one  being  satisfactory. 
In  the  second  hajf  of  the  year  there  was  a steady  improvement  due  to 
bringing  the  new  settlement  tanks,  humus  tanks,  and  filters  into  use, 
and,  in  consequence,  the  restriction  on  house  building  was  lifted. 


When  the  improvements  now  underway  are  completed  both 
sewage  works  will  be  adequate  for  the  present  needs  of  the  district. 

One  house  previously  using  a pail  closet  has  had  a bathroom 
and  water  closet  installed  and  connected  to  a cesspool. 

New  conveniences  have  been  built  at  Bocking  Cemetery,  replacing 
old  closets  hand  flushed  to  the  ditch. 

Due  to  progress  in  the  clearance  programme  6 houses  sharing 
3 waterolosets  no  longer  share.  At  a further  10  houses  sharing  5 
waterclosets  bathrooms  have  been  built  and  the  waterclosets  are  no 
longer  shared. 


INSPECnON  OF  THE  DISTRICT 


(1)  Number  and  Nature  ol  Inspection. 

During  the  year  1965  the  followintg  inspections  were  made  by  the 
Public  Health  Inspectors  to  the  premises  detailed:  — 


Nature  of  Inspections 


Housing— Housing  Act  ... 

Housing— Public  Health  Act 
Other  Visits — Housing  Act 
Other  Visits — ^Public  HeaLtlh  Act  ... 
Improvement  Grants 
Water  Supply  ... 

Water  Sampling 
Notifiable  Diseases 
Food  and  Drugs  Act  ... 

Food  Hygiene  Regulations 
Ice  Cream  Premises 
Ice  Cream  Sampling 
Slaughterhouse  Hygiene  Regulations 
Slaughterhouse  Cruelty  Regulations 
Meat  and  Food  Insipection  : — 

(a)  Slaughterhouses 

(b)  Shops 

(c)  Markets 

Factories  Act  (Power)  ... 

Factories  Act  (Biuilding  Sites) 

Shops  Act 
Drainage 

Atmospheric  Pollution  ... 

Overcrowding  ... 

Caravan  Sites  ... 

Vermin  and  Insect  Pests 

Rat  Infestations 

Interviews  Owners /Builders 

Knackers’  Yard 

Swimming  Baths 

Swimming  .Baths,  Sampling 

Offices,  Shops  and  Railway  Premises  Act 

Noise  Abatement  Act 

Miscellaneous  ... 


Totals 


Primary 

Inspections 

1 

Revisits 

Total  Visits 

31 

53 

84 

47 

89 

136 

58 

8 

66 

114 

50 

164 

52 

216 

268 

25 

13 

38 

23 

— 

23 

21 

5 

26 

24 

4 

28 

67 

7 

74 

5 

- 

5 

16 



16 

61 

16 

77 

46 

6 

52 

3785 

27 

3812 

107 

2 

109 

17U 



170 

7 

- - 

7 

29 

16 

45 

8 



8 

68 

66 

134 

24 

8 

32 

5 

— 

5 

17 

13 

30 

46 

28 

74 

33 

6 

39 

100 

— 

100 

14 

— 

14 

66 

1 

67 

11 

— 

11 

252 

273 

525 

15 

10 

25 

111 

2 

113 

5458 

919 

6377 
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(2) 

(a) 


lb) 


(c) 

(d) 


NOTICES 

Sanitary  Defects  and  Nuisances  Defects,  etc.  Work  Done 

Found  or  Abated 

Housing 


Defective  roofs,  rainwater  pipes,  etc 

23 

21 

Other  external  defects  

... 

8 

11 

Damp  Walls  

• . • 

3 

4 

Internal  defects  

... 

14 

13 

Defective  sinks 

. . . 

1 

— 

Drainage 

Choked  drains  and  W.C.’s 

81 

82 

Defective  drains  

... 

2 



Old  drains  tested  

— 

1 

Defects  Etc.  in  Food  Premises 
Insanitary,  and  Disrepair  of,  Premises 

■ ■ ■ 

1 

General 

Defective  W.C.’s  and  W.C.  structures 

3 

4 

Houses  with  defective  dustbins 

... 

2 

1 

Dirty  Houses 

• • . 

1 

1 

Contraventions  of  Factories  Act  ... 

2 

— 

Contraventions  of  Shops  Act 

... 

8 

1 

Contraventions  of  Offices,  Shops 
Railway  premises  Act  ... 

and 

501 

87 

Notices  Served 

Notices  Abated 

Informal  

191 

80 

Statutory  

2 

2 

HOUSING 

Eighty-four  houses  were  completed  by  the  Council  during  1965  and 
a further  two  hundred  and  forty-three  privately. 


Individual  Unfit  Houses 

Undertakings  not  to  let  in  lieu  of  Demolition  Orders  were  accepted 
in  respect  of  three  houses.  Nine  houses,  subjects  of  Demolition  Orders, 
were  demolished  during  the  year  and  one  other  house,  previously  closed 
was  demolished. 


Re-Housing 

Ten  families  were  re-boused  from  houses  subject  to  Clearance 
Orders,  Demolition  Orders  and  Undertakings  in  1965. 

Repairs  of  Houses 

Twenty-five  houses  were  made  fit  as  a result  of  formal  and  informal 
action  under  the  Housing  Act  and  Public  Health  Act. 

Improvement  Grants 

During  the  year  there  were  thirty-eight  applications  for  improvement 
grants.  Four  Discretionary  Grants  were  made  for  improving  houses 
and  one  ap>plication  >vas  refused.  Thirty-two  Standard  Grants  were 
made,  and  one  withdrawn  by  the  applicant.  I,n  five  cases  the  maximum 
was  increased  to  allow  for  the  building  of  a bathroom. 

The  Council  approved  a total  of  £943  for  Discretionary  Grants  and 
a maximum  of  £3,770  for  Standard  Grants.  This  amounted  to  an  anniual 
charge  on  the  rates  of  £21  for  Discretionary  Grants  and  a maximum  of 
£86  for  Standard  Grants. 

The  occupiers  of  five  houses  applied  for  the  council  to  use  their 
powers  of  compulsory  improvement. 
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OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT 


Throughout  the  year  the  systematic  inspection  of  premises  was 
carried  on,  of  217  registered  premises.  152  received  a general  inspection. 
(TaWe  1)  It  would  appear  that  occupiers  of  premises  are  generally 
willing  to  implement  the  provisions  of  the  Act,  and  although  501  con- 
traventions were  found  and  only  87  remedied,  in  many  cases  work  is 
in  hand  or  in  progress.  In  consequence  no  prosecutions  have  been 
instituted.  A total  of  525  visits  of  all  kinds  were  made  and  no  applica- 
tions for  exemptions  were  received. 

Although  the  number  of  premises  registered  has  not  reached 
the  estimated  figure  of  250,  a considerable  sorting  out  has  taken  place 
in  co-operation  with  the  local  factory  Inspectorate.  Some  premises 
which  were  included  in  the  estimate  were  passed  to  the  Factories 
Inspector,  for  instance  the  fuel  storage  depots  were,  upon  examination, 
found  to  be  on  railway  property  and  therefore  administerable  by  the 
Factory  Inspector.  Others  have  b^n  found  on  inspection  to  be  exempt 
from  registration. 

In  the  last  three  months  of  the  year,  at  the  request  of  the  Ministry, 
particular  note  was  made  of  lighting  standards.  (Tables  2 and  3).  As  a 
general  impression,  the  standard  of  lighting  in  oflBces  and  shops 
appeared  to  be  satisfactory.  During  this  period  the  attention  of  the 
occupiers  was  drawn  to  the  following  cases  of  unsatisfactory  lighting. 
An  office  was  found  to  have  insufficient  light,  only  5 lumens  being  read 
on  the  meter.  A shop  had  a light  meter  reading  of  only  2i  — 15  lumens 
in  the  selling  area.  A store  at  a shop  had  no  artificial  lighting,  at  the 
time  of  inspection  a meter  reading  of  25  lumens  was  recorded  of  natural 
light.  Because  of  the  small  number  of  unsatisfactory  cases  it  is  not 
possible  to  associate  them  with  any  particular  class  of  premises. 

The  lighting  of  staircases,  passages,  washplaces,  etc.,  whilst  of  a 
slightly  lower  standard  than  in  offices  or  shops,  was  also  generally 
satisfactory  and  not  of  so  low  a standard  as  to  give  rise  to  accidents. 
It  was  necessary  to  call  the  attention  of  occupiers  in  one  case  to  in- 
sufficient lighting  on  a stair  case  and  in  two  cases  to  water  closets  without 
artificial  lighting. 

No  specific  standard  of  lighting  has  been  recommended  to 
occupiers.  One  instance  of  excessive  glare  was  noticed,  due  to  a very 
high  standard  of  lighting  (over  50  lumens).  The  light  has  been  reduced 
to  a satisfactory  level.  In  the  majority  of  cases  fluorescent  tubes  were 
used  for  artificial  lights. 
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Total  Females 


Lighting  measured  at  working  level. 
Liimens  per  sq.  ft. 
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In  all  cases  in  ^ops  the  lighting  standards  were  better  in  selling  areas  than  in  working  areas. 
The  above  detailed  information  was  noted  at  premises  inspected  during  the  month  of  November. 


FACTORIES  ACTS,  1961 

(I)  INSPECTIONS  for  purposes  of  provisions  as  to  health. 


Number  of 

Fremiset 

Number  on 

Register 

Inspections 

Written 

Notices 

Occupiers 

Prosecuted 

(1)  Factories  in  which  Sec- 
tions 1,  2,  3,  4 and  6 
are  to  be  enforced  by 
the  Local  Authority 

8 

(ii)  Factories  not  included 
in  (i)  in  which  Section 
7 is  enforced  by  the 
Local  Authority 

93 

7 

1 

— 

(iii)  Other  Premises  in 
which  Section  7 is  en- 
forced by  the  Local 
Authority  (excluding 

out-workers’  premises) 

27 

29 

Total 

128 

36 

1 

— 

(II)  Cases  in  which  DEFECTS  were  found:  — 


Nrunber  of  cases  in  which  defects 
were 

N umbel 
of  cases 
in  which 
prosecu- 
tions 
were 
instituted 

Particulars 

Referred 

Found 

Remedied 

To  H.M. 
Inspector 

By  H.M. 
Inspector 

Want  of  cleanliness  (S.l.) 



_ 

Overcrowding  (S.2.) 

— 

— 

— 

— 

— 

Unreasonable  temperature 

{S.3.) 



— 

— 

— 

inadequate  ventilation  (S.4.) 

— 



— 

— 

ineffective  drainage  of 

floors  (S.6.) 
Sanitary  conveniences  (S.7.) 

— 

— 

— 

— 

(a)  Insufficient 

— 

— 

— 

(b)  Unsuitable  or  defective 

2 

— 

— 

1 

— 

(c)Not  separate  for  sexes 

— 

— 

— 

— 

— 

Other  offences  against  the 
Act  (no4  including  offences 

relating  to  outwork) 

— 

— 

— 

— 

— 

Totals 

2 

— 

— 

1 

— 
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Outworkers 

There  are  fourteen  outworkers  in  the  District,  all  engaged  in  the 
making  of  wearing  apparel.  No  contraventions  of  Sections  133  and  134 
were  olbserved. 


Shops  Act 

Eight  visits  were  recorded  to  various  shops  under  this  Act  and 
occupiers  notified  of  contraventions.  Shops  inspected  under  the  Offices, 
Shops  and  Railway  Premises  Act  are  not  recorded  in  this  section  unless 
a contravention  of  the  Shops  Act  is  found. 


Atmospheric  Pollution 

The  daily  volumetric  smoke  and  sulphur  instrument  continued  to 
operate  as  part  of  the  National  Survey. 

It  was  decided  not  to  proceed  with  the  formation  of  a Smoke 
Control  Area  at  present. 

One  application  for  the  approval  of  the  installation  of  a boiler 
under  the  Clean  Air  Act  was  made  and  granted. 

One  application,  pending  from  last  year,  was  deemed  not  to  come 
within  the  scope  of  the  Clean  Air  Act  and  the  chimney  had  to  be  accepted 
as  of  adequate  height. 


Movable  Dwellings 

Two  permanent  sites  and  one  holiday  site  were  licensed  during 
the  year  together  with  a single  caravan  on  Council  owned  land  which 
does  not  require  a licence.  Of  the  permanent  sites  one  is  for  a single 
caravan. 


Common  Lodging  Houses 

There  are  no  common  lodging  houses  in  the  district. 


SWIMMING  POOLS 

With  the  installation  of  another  school  instruction  pool  there  are 
now  two  open  air  swimming  pools  and  two  open  air  school  instruction 
pools  in  use  in  the  district. 

Seventy-eight  visits  were  made  to  the  pools  when  field  tests  for 
available  chlorine  were  made,  samples  taken  and  advice  given  where 
necessary. 


Nuniber  of  samples  submitted  during  the  year  was  as  follows:  — 


Council  Baths 

Bacteriological 

Chemical 

Main  Pool  

3 

— 

Talbor  Pool  

2 

— 

Sun  Lido  

2 

1 

Alec  Hunter  School  Pool 

1 

1 

John  Bunyan  School  Pool 

1 

— 

All  the  samples  were  reported  upon  as  being  satisfactory. 

The  Council  pool  is  opened  for  special  instruction  sessions  for 
school  children  from  iBraintree  anH  surrounding  areas. 
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INSECT  PESTS 


The  occupiers  of  private  slaughterhouses  were  advised  and  assisted 
regarding  fly  control  and  premises  were  kept  under  surveillance. 

Advice  and  assistance  were  also  given  to  occupiers  regarding  ants, 
bugs,  crickets,  cockroaches  and  other  pests  in  respect  of  24  premises. 
In  addition  the  Rodent  Operator  dealt  with  79  wasips  nests  at  65  premises. 


Disease  of  Animals  (Waste  Foods)  Order,  1957 

The  licence  for  one  plant  for  the  sterilization  of  waste  foods 
operating  in  the  area  was  renewed  during  the  year. 


Steam  Disinfector 

This  apparatus  was  not  used  during  the  year.  As  this  plant  is  now 
out-dated  and  so  little  used  the  council  considered  its  future  use  and 
decided  in  principle  to  join  other  authorities  in  the  use  of  a proposed 
plant  in  a neighbouring  borough  if  and  when  such  a plant  is  installed. 
The  position  is  to  be  reviewed  in  the  light  of  developments. 


Pet  Animals  Act,  1951 

Three  licences  to  keep  pet  shops  were  renewed  during  the  year. 


Scrap  Metal  Dealers  Act,  1964 

This  act  came  into  force  during  the  year  and  requires  dealers  in 
scrap  metal  to  register  their  premises  and  keep  records.  One  such 
premises  was  registered. 


Rodent  Control 

The  services  of  a full-time  rodent  operator  were  again  shared 
with  neighbouring  authorities. 

The  work  done  during  the  year  was  as  follows : — 

Total  nunuber  of  inspections  and  re -inspections  ...  1362 

Number  of  properties  found  to  be  infested  and  treated:  — 


Major  8 

Minor  391 

Mice  ...  ...  ...  ...  ...  ...  ...  48 

Number  of  block  control  schemes  carried  out  ...  9 


During  the  period  covered  by  this  report,  your  council  continued 
the  free  treatment  of  domestic  premises  and  the  treatment  of  business 
premises  upon  a chargeable  basis. 


I.«gal  Proceedings 

Legal  proceedings  were  authorised  in  one  case  for  an  abatement 
order  under  the  Public  Health  Act  but  withdrawn  as  the  nuisance  wag 
abated  before  the  hearing. 


INSPECTION  AND  SUPERVISION  OF  FOOD 


During  the  year  three  cases  of  foreign  bodies  in  food  were  dealt 
witihi  infomtally. 


Ice  Cream 

Two  local  manufacturers  and  their  premises  were  registered  for 
the  manufacture,  storage  and  sale  of  ice  cream  and  one  premises  was 
registered  for  the  manufacture  and  sale  of  soft  ice  cream. 

Ninety-eight  certificates  of  registration  were  in  force  covering 
vendors  of  ice  cream'  retailing  from  shops  and  moible  vans  in  the  area. 
A few  vendors  re^stered  elsewhere  in  the  County  of  Essex  also  operated 
in  the  Councirs  district. 


Sixteen  samples  of  ice  cream  were  submitted  for  the  methylene 
blue  reduction  tests  with  the  followiiiig  results;  — 


Manufactured  in  District 
Six  in  Provisional  Grade  I 

Three  in  Provisional  Grade  II 

Nil  in  Provisional  Grade  III 

Nil  in  Provisional  Grade  IV 

Although  fewer  sam'ples  were 
quarters  of  them  were  graded  in  th 
grades. 


'Manufactured  Outside  the  District 
Six  in  Provisional  Grade  1 

One  in  Provisional  Grade  II 

Nil  in  Provisional  Grade  HI 

Nil  in  Provisional  Grade  IV 

taken  it  is  gratifying  to  see  that  threc- 
highest  grade  and  none  in  the  lower 


Meat 


All  animals,  including  horses,  slaughtered  in  the  Council's  area 
were  inspected. 


Throughout  the  year  the  Council  made  a charge  for  the  inspection 
of  all  meat  in  accordance  with  the  Meat  Inspection  Regulations  1963, 
and  each  carcase  was  stamped. 

Horse  flesh  slaughtered  for  human  consumption  in  the  Urban 
District  is  sold  outside  the  Council’s  area. 
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The  following  sets  out  the  particulars  of  animals  slaughtered  and 
of  inspections  and  condemnations  during  the  year:  — 


Cattle  Sheep 

excluding  Cows  Calves  and  Pigs  Horses 
Cows  Lamhs 

Numiber  Killed  3803  269  70  4629  26446  838 

Number  Inspected  3803  269  70  4629  26446  838 

All  Diseases  except  Tuberculosis  and  Cysticercosis : — 


Whole  Carcases  condemned  2 
Weight  in  lb.  coiKiemned  440 
Carcases  of  which  some 
part  or  organ  was  con- 
demned   451 

Weight  in  lb.  condemned  5953 
Percentage  affected  11.9 


Tuberculosis  only:  — 

Whole  carcases  condemned 
Weight  in  lb.  condemned  ... 
Carcases  of  which  some 
pan  or  organ  was  con- 

derraied  

Weight  in  {b.  condemned  ... 
Percentage  affected  

Cysticercosis : 

Carcases  of  which  some 
part  or  organ  was  con- 
demned   

Weight  in  lb.  condemned  ... 
Carcases  submitted  for  treat- 
ment by  refrigeration  ... 
Generalised  and  totally 

condemned  

Pertcentage  affected  


14 

6 

1 

14 

2 

5838 

450 

42 

1283 

1982 

91 

5 

39 

2248 

52 

1252 

24 

108 

8161 

891 

39.0 

15.7 

0.9 

8.5 

1 

6.5 

90 

456 

— 

— 

— 

4744 

— 

1.7 

— 

— 

— 

— 

— 

■Each  slaughterhouse  occupier  was  responsible  for  the  satisfactory 
disposal  of  all  condemned  meat  and  offal.  Supervision  by  your  inspectors 
ensured  that  this  method  provided  adequate  safeguards  to  Public  Health. 


Slaughter  of  Animals’  Act 

Nineteen  licences  to  act  as  a silaughterman  were  renewed  daring 
the  year,  four  of  these  licences  were  extended  to  include  the  slaughter 
of  horses. 
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Other  Foods 


As  a result  of  inispectious  carried  out  at  food  shops  and  food 
preparinig  premises  in  Che  district,  following  items  were  surrendere,i 
as  unfit  for  human  consumption  during  the  year;  — 


Tinned  Fisih  ... 

13 

Tinned  Pineapple 

120 

Tinned  Cherries 

6 

Tinned  Plums 

8 

Tinned  Fruit 

315 

Tinned  Carrots 

2 

Tinned  Peas 

84 

Tinned  Rice 

9 

Tinned  Jellied  Veal  ... 

12 

Tinned  Corned  Beef  ... 
Tinned  Pork  Luncheon 

45 

Meat  

16 

Tinned  Meat 

7 

Frozen  Foods 

1451 

Cheese  

18 

Jam 

43 

Pork  

414 

Frozen  Ox  Kidney  ... 

56 

Frozen  Lamib 

25 

Total 

Tinned  Apricots  ...  119 

Tinned  Peaches  ...  250 

Tinned  Pears  ...  80 

Tinned  Apples  ...  6 

Tinned  Beans  ...  35 

Tinned  Tomatoes  ...  51 

Tinned  vegetables  ...  28 

Tinned  Ham  & Shoulder 
Bacon  ...  ...  454 

Tinned  Chopped  Pork 
and  Pork  Loin  ...  99 

Tinned  Ox  Tongue  ...  6 

Sausages  3 

Tinned  Milk  & Cream  157 

Butter  5 

iBeef  81 

Bacon  10 

Frozen  Beef  557 

Miscellaneous  ...  272 

4,857  lb. 


Food  Hygiene  (General)  Regulations  1960 

During  the  year  a total  of  74  visits  were  made  under  these 
regulations. 

Details  of  contraventions  found  and  remedied  are  as  follows;  — 


Regulation 

Contraventions 

6. 

Cleanliness  of  Equipment  

Found 

4 

Remedied 

1 

8. 

Food  to  be  protected  from  the  risk  of 
contamination  

1 

14. 

Sanitary  Conveniences 

4 

9 

16. 

Wash  Hand  Basins  

11 

8 

17. 

First  Aid  S^aterials  

— 

2 

19. 

Provision  of  Sinks  

4 

5 

21. 

Ventilation  of  Food  Rooms  

1 

1 

23. 

Cleanliness  and  repair  of  Food  Rooms 

6 

8 

24. 

Refuse  Accommodation  

— 

1 

Food  shops  inspected  under  the  Offices,  Shops  and  Railway 
Premises  Act  are  not  recorded  here  unless  a contravention  is  found  of 
the  Food  Hygiene  Regulations. 
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Food  Premises 

The  number  of  Premises  totalling  196  where  food  is  prepared, 
stored  or  retailed  is  as  follows:  — 


Numiber 

Type  of  Premises  of 

Premises 

Number 

fitted 

to  comply 
with  Reg- 
ulation 16 

N'umiber 
to  which 
(Regulation 
19  applies 

Number 
fitted  to 
comply 
with  Reg- 
ulation 19 

Hotels  and  Licensed  Premises 
Restaurants  (including  snack 

47 

47 

47 

47 

bars)  

14 

14 

14 

14 

Works  Canrteens  

10 

10 

10 

10 

School  Canteens  

11 

11 

11 

11 

Butchers  

14 

14 

14 

14 

Slaughterhouses  

5 

5 

5 

5 

Food  .Manufacturing  Premises  2 

2 

9 

2 

Wet  and  Dried  Fish  Shops  ... 

8 

7 

7 

7 

Ice  Cream  Manufacturers 

2 

2 

2 

2 

Dairies  and  Milk  Distributors 

3 

2 

— 

2 

Grocers  

42 

41 

42 

42 

Greengrocers 

8 

8 

8 

8 

Bakehouses  

8 

8 

8 

8 

Bread  and  Cake  Confectioners 

4 

4 

4 

4 

Other  Food  Shops  

14 

14 

9 

9 

Hospitals,  etc.  

4 

4 

4 

4 

Of  these  numbers,  shops 
are  classified  once. 

dealing  with  more  than  one  of  these  items 

Sampling  of  Food  and  Drugs 

The  provisions  of  the  Food  and  Drugs  Act,  1955,  relating  to  the 
sampling  of  food  and  drugs  are  administered  by  the  Weii^ts  and 
Measures  Department  of  the  Essex  County  Council.  The  Chief  Inspector 


of  that  department  has  kindly 
samples  taken  during  the  year:  — 


Butter  1 

Fish  Paste  1 

Preserve  1 

Biscuits  3 

Cereal  Products  ...  6 

Custard  Powder  ...  1 

Pickles  1 

Milk  18 


snpphed  the  following  details  of  the 

Suet  1 

Marmalade  1 

Sausages  1 

Breakfast  Cereals  ...  1 

Cooked  Meats  ...  3 

Corn  Oil  1 

Pies  & Puddings  ...  1 

Samples 


In  addition  to  the  above  the  following  samples  were  taken  at  Che 

Urban  District  who  supply  shops 


premises  of  wholesalers  "outside  the 
within  the  district:  — 


Baking  Powder  ...  1 

Coffee  Mixtures  ...  2 

Self  Raising  Flour  ...  2 

Margarine  3 

Mustard  1 

Suet  1 

Cooked  Meat  ...  5 


Total 


Butter  3 

Plain  Flour  1 

Jelly  4 

Meat  Paste  ...  ...  1 

Soft  Drinks  1 

Preserve  2 

Dried  Fruit  1 

28  Samples 


All  the  samples  were  genuine,  being  up  to  standard  and  free  from 
adulteration. 
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